How Asprin Water Helps Plants

Aspirin is used to treat pain, fever and inflammation. While used as a drug for treating humans, it is also a tool for gardeners to fight off diseases and insects on their plants. Aspirin water can be used on outdoor plants, in gardens and on houseplants.

      Why it Works
   1. Salicylic acid, chemically related to aspirin, occurs naturally within many plants and may have evolved as a natural insect prevention mechanism. External applications of salicylic acid to plants can cause increased disease resistance.

      Plant damage occurs at high concentrations of aspirin plant treatment. Plant species vary widely in their tolerance to applications of salicylic acid and aspirin. A test spray can be performed on one or two plant leaves. Wait overnight to see if there is a negative reaction, and spray other leaves if no side effects occur.
      Aspirin Water Spray
   2. An aspirin water spray is made by mixing one aspirin tablet with a gallon of water. Add a wetting agent, such as a mild liquid dish detergent or yucca extract. Pour the ingredients into a spray bottle and shake well.

      For tomatoes, spray when you first set them in the ground. A light spray at the time of planting helps will stimulate the growing process.

      An aspirin water spray can be re-applied to plants every 2-3 weeks.

      Aspirin water can be sprayed on the seeds directly sowed in the ground. This helps promote seed germination. 